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„„n Mr u' Jo , hn . E ; Co »naHy, wife of Texas Gov. John B. Con- 
rn „''^: ^ re ® ks mto t ? ar l s as she tells reporters the events sur- 
DaUas S ^ assassu,atl0n of President John F. Kennedy in 


Gov. tonnallyGains Ground 


DALLAS, Tex. (AP) — Texas 


Gov. John Connally, seriously 
wounded at the time President 
Kennedy was assassinated, has 
regained enough strength to walk 
around his hospital room. 

Mrs. Connally, still obviously 
upset by the death of the Presi- 
dent and the wounding of her hus- 
band Friday, said the governor is. 
now apparently out of danger. 

“He\asked me to tell everyone 
he is going to be all right,” Mrs. 
Connally read from a prepared 
statement to newsmen at Park- 


land Hospital. 

“John had a very, very dose 
call,” she said with tears in her 
eyes. “We thank God- he was 
spared. The governor joins me in 
asking that all Texans observe a 
day of mourning in memory- of the 
President. 

“Gov. Connally has asked me to 
convey to the people of Texas, the 
nation and the world our deep 
sorrow, of the sickening . tragedy 
which struck at one of President ; 
Kennedy’s most triumphant 
hours,” 



